H
ffi

O
O

O
tu

MOZART   THE  COMPOSER  AT  THE   POINT  OF  DEATH

This picture, after the artist O'Neill, shows us the great composer Mozart in the -final hours of his life, when his keen interest in music
was in no sense dimmed, as we can tell from the people grouped round his bed.    He died in Vienna in 1791, whilst still a young man.
It is sad to relate that, despite his fame and the fact that he composed so much fine music and played for the entertainment of kings
and queens, Mozart passed away in a state of most terrible poverty.